
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BtGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


November 30, 2010 


Spencer Lord 

Assistant District Attorney, Suffolk County 


Dear ADA Lord: 


Enclosed is the information you requested in regards to Commonwealth vs. 
included are copies of the following; 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 



GC/MS testing was performed by Kate Corbett. All other analyses were performed by 
Stacey Desjardins. If you have any questions about these materials, please cal! me at the 
number below. 


Sincerely 



Stacey Desjardins 
Chemist! 

Drug Analysis Lab 
Jamaica Plain, MA 02130 
(617) 983-6632 


Cc: CBS, KAC 
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No, 


City; Boston D.C.U. Police Dept 
Officer P.O. Diana Lopez 
Def; 


Date Analyzed: 


Amount: 
No. Cont: 


1 


Cont; pb 


Dale Rec'd; 07/21/2010 


Gross Wt.; 


1.76^' 


/ 


Prelim: COCCVWAC 


Subsl; SUB 


No. Analyzed; I 
Net Weight; 0-l5Cl 
# Tests: USlA 


Findings: 
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DRUG 


IS FORM 


SAMPLE # 



AGENCY fiO 


No. of samples tested; 


PHYSICAL DESCRIPTION -Psi nOf fj 3C( 

-oft uD'nrtt dr\unui eubsti 


pb 


PRELIIVirNARY TESTS 
Spot Tests 

Cobalt 1 ^, ^ 
Thiocyanate ( ) n~^ vl) 

Marquis_ 

Froehde's_ 

Mecke's 




PRELIMINARY TEST RESULTS 
RESULTS COCQ\r\f 
DATE \0"U'\0 

® - 


Microcrvstalline Tests 


Gold 

Chloride 




TLTAj_ ]_ 




OTHER TESTS 


GC/MS CONFIRMATORY TEST 

RESULTS rocQinc.^ 

MS 

OPERATOR WHl. _ 

DATE \D-ibin 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

Ji \10_08__10\747934 .D 
KAC 

8 Oct 2010 18:47 

BLANK 

1 

DRUGS . M 
RTE 



Abundance TIC; 747934.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


747934.D 


Tue Nov 30 09:29:22 2010 


Page l 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

J:\10_08_10\747935,D 

KAC 

8 Oct 2010 19:00 

COCAINE STD 

35 

DRUGS . M 
RTE 


Abundance 

1000000 


TIC: 747935.D\data.iTis 

4.t23 


500000 


Time-'> 


Q y ,y. , f , t I I I I [ j [ I t ( j [ IV r f r ‘ T ‘‘ i"r ‘| " T‘T "r 'i " | " r-T- TT -j "r -T "f i " | "r 'T "rT"r T "fr - r - y T "f i \ p i TT i f i i i rj~TTTT 

2.00 2.50_ _3,00 3.50 4.00 4.60 5.00 5,50„6,00 6,60 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 


4.723 1266746 100.00 100.00 


747935.D Tue Nov 30 09:29:26 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\10_08__10\747935.D 

Operator : KAC 

Date Acquired : 8 Oct 2010 19:00 

Sample Name : COCAINE STD 
Submitted by : 

Vial Number : 35 

AcquisitionMeth; DRUGS.M 
Integrator : RTB 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.72 C:\Database\SLI.L 

COCAINE OOOOSO-36-2 99 


Abundance Average of 4.691 to 4.887 min.: 747935.D\(fata.ms (-) 



Abundance #29: COCAtNE 



747935.D Tue Nov 30 09:29:27 2010 Page 2 


Corbett email PRR 023757 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J;\10_08_10\747944.D 
KAC 

8 Oct 2010 20:54 

BLANK 
SLD 
2 

DRUGS . M 
RTE 


Abundance TIC: 747944.DVdala.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


747944.D Tue Nov 30 09:29:40 2010 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\10_08_10\747945.D 

KAC 

8 Oct 2010 21:06 


SLD 

45 

DRUGS,M 
RTE 




2000000 


1000000 




TIC: 747946.D\c(ata.ms 


4.t39 


i-U 




r'r"T"T"i'T \ 1 I 


Time-> 2.00 2.60 3.00 3.50 4.00 4.50 5.00 6.50 6,00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.739 

4774556 

100.00 

100.00 


747945,D 


Tue Nov 30 09:29:45 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

J:\10 08 10\747945.D 



Operator 

KAC 



Date Acquired 

8 Oct 2010 21:06 



Sample Name 




Submitted by 

SLD 



Vial Number 

45 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality; 80 


C:\Database\NIST05a.L 

Minimum 

Quality; 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASfj 

Qual 


1 4.74 C:\Database\SLI,L 

COCAINE 


000050-36-2 99 


Abundance Average of 4.686 to 4.892 min.: 747945.D\data,ms (-) 




747945.D Tue Nov 30 09:29:45 2010 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File; 

J:\10_08_10\747959.D 

KAC 

9 Oct 2010 00:03 

BLANK 

2 

DRUGS . M 
RTE 


Abundance TIC: 747959.Dkfata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


747959.D Tue Nov 30 09:30:00 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\10__08__10\747960.D 

Operator : KAC 

Date Acquired ; 9 Oct 2010 00:16 

Sample Name ; COCAINE STD 
Submitted by ; 

Vial Number ; 60 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Abundance TIC: 747960.D\ciata.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.723 

1180861 

100.00 

100.00 


747960.D Tue Nov 30 09:30:05 2010 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : J;\10_08_10\747960.D 

Operator : KAC 

Date Acquired : 9 Oct 2010 00:16 

Sample Name ; COCAINE STD 
Submitted by : 
vial Number : 60 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum 

C:\Database\NIST05a.L Minimum 

C; \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 4.72 C;\Database\SLI.L 

COCAINE 000050-36-2 99 


Quality: 80 
Quality: 80 



Abundance #29: COCAINE 



747960.D Tue Nov 30 09:30:05 2010 Page 2 
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